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1964 report to PFIAB - OCS portion 


Reported that the major deficiency in OCS a; bility to 
meet CIA computing support needs remained personnel, 
both qualitative and quantitative. 


Ve Program Evaluation and Review Technique: a computer-driven 
paneene asee cnet provides a contract manager with 


aXeee 
. Age information about cost and interrelated time schedules 
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